
Sirhan Wins More Time for Plea 

Sirhan B. Sirhan, accused assassin of Sen. Robert F. 
Kennedy, displays faint smile after being granted 
three additional weeks in which to prepare his plea 
by Los Angeles judge. Story on Page A6. 
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